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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 03931 I21I26Z 
ACTION SY-05 

INFO OCT-OI EUR-I2 ISO-00 ABF-01 /019W 

081096 121920Z/45 

R 121016ZMAY78 
FM AMEMBASSY ATHENS 
TO USICA WASHDC 
INFO SECSTATE WASHDC 5807 

UNCLAS ATHENS 3931 

USICA FOR lOS 
STATE FOR A/SY/FO 

E.O. 11652N/A 
TAGS ASEC 

SUBJECT: EMBASSY ANNEX RENOVATION 
REE: A) USICA 04718 B) ATHENS 3865 

1. RSO REVIEWING REFERENCE (A) AND AFTER DISCUSSIONS IN REFERENCE 
(B) IT WAS ASCERTAINED THAT FORMER RSO REQUESTED THREE (3) CONDUITS 
FROM CHANCERY TO ANNEX. 

2. ONE 81) CONDUIT IS FOR USICA SECURITY ALARM SYSTEM. TWO (2) 

CONDUITS ARE FOR PROJECTED EUTURE INSTALLATION OF CCTV SYSTEM. 

3. PULL BOXES WERE INSTALLED TO ALLOW ACCESS TO THREE CONDUITS 
WHICH TRAVERSED AREA(S) DIFFERENT EROM FOURTH CONDUIT REQUESTED FOR 
NORMAL USICA NEEDS. 

4. TRENCH WAS ALREADY DUG AND FULLY FUNDED. INCLUSION OE ADDITIONAL 
THREE CONDUITS AND PULL BOXES DID NOT NECESSITATE ADDITIONAL DIGGING. 

5. PRO-RATED, RSO CONCURS WITH REFERENCE (B) THAT $4,200 IS LEGITIMATE 

USICA ANTI-TERRORISM FUNDING PROJECT. 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ATHENS03931 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780202-1055 

Format: TEL 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780566/aaaaceep.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 6beb16a0-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 ATHENS 3865 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 14 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2713398 
Secure: OPEN 
Status: NATIVE 

Subject: EMBASSY ANNEX RENOVATION 
TAGS: ASEC 
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